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Abstract 

We propose a space flight experiment to study the 
dynamics of miscible interfaces. A less viscous fluid 
displaces one of higher viscosity within a tube. The 
two fluids are miscible in all proportions. An intruding 
“finger” forms that occupies a fraction of the tube. As 
time progresses diffusion at the interface combined with 
flow induced straining between the two fluids modifies 
the concentration and velocity distributions within the 
whole tube. Also, under such circumstances it has been 
proposed that the interfacial stresses could depend on 
the local concentration gradients (Korteweg stresses) and 
that the divergence of the velocity need not be zero, even 
though the flow' is incompressible. We have obtained 
reasonable agreement for the tip velocity between nu- 
merical simulations (that ignored the Korteweg stress 
and divergence effects) and physical experiments only at 
high Peclet Numbers. However at moderate to low Pe 
agreement was poor. As one possibility we attributed 
this lack of agreement to the disregard of these effects. 
We propose a space experiment to measure the finger 
shape, tip velocity, and the velocity and concentration 
fields. From intercomparisons between the experiment 
and the calculations we can then extract values for the 
coefficients of the Korteweg stress terms and confirm or 
deny the importance of these stresses. 

Introduction and Background 

Scientific overview 

The goal of this experiment is to study the dynamics of 
miscible interfaces, both from a scientific and a practical 
point of view. We are interested in trying to unravel a 
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number of difficult problems that have arisen in the study 
of miscible interfaces. When two fluids, with different 
densities, are in relative motion and inter-diffuse, the 
resulting equations of motion contain effects that are 
not present in more conventional systems. Even if the 
two fluids are incompressible, the usual mass-averaged 
velocity is not divergence-free in the mixing region. 
However, computational simulations of such fluid flows 
routinely assume this effect to be small (without pro- 
viding a quantitative estimate for its size), and employ 
a non-divergent velocity field. Obviously, this approach 
is open to criticism, and it is important to establish its 
range of validity. In addition, as discussed by Joseph 
and Renardy (1993), other stresses, called Korteweg 
stresses (Korteweg 1901) could be important in regions 
of large concentration gradients. Not only the magnitude 
of the coefficients in the expressions for these stresses, 
but also their sign, are presently unknown. A rough 
estimate is provided by Davis (1988), who puts forward 
scaling arguments that indicate the order of magnitude 
these, stresses might take. Petitjeans and Max worthy 
(1996) performed experiments on the displacement 
of a viscous fluid (glycerine) by a less viscous fluid 
(a glycerine/water mixture) in a capillary tube, under 
normal gravity. Corresponding simulations for the same 
fluids were carried out by Chen and Meiburg (1996) 
on the basis of the conventional Stokes equations, i.e., 
without accounting for nonsolenoidal effects or Korteweg 
stresses. These fluids are miscible and there is no 
meniscus that separates the liquids as they mix. The 
experiments were carried out in capillary tubes of small 
diameters, in order to minimize the effects of gravity. The 
velocity and concentration fields could not be measured 
in any detail in these experiments, due to the small size 
of the capillary tube. Therefore, the influence of the non- 
divergence-free velocity field and the Korteweg stresses 
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could not be quantified directly. However, based on flow 
visualization and the measurement of tip velocity there 
were significant differences between the experiments and 
the corresponding simulations, which indicates that the 
divergence and/or Korteweg stress effects could play an 
important role in these flows, so that they need to be fur- 
ther investigated in a quantitative fashion. Under reduced 
gravity conditions, the experiments can be performed in 
larger tubes, and the measured velocity and concentration 
fields can be compared with numerical computations 
currently under way that account for the effects of the 
nonsolenoidal velocity field and the Korteweg stresses. 
This comparative analysis will enable us to measure the 
phenomenological coefficients in the expressions for the 
Korteweg stresses. In a nutshell, this is the motivation for 
the space experiment. 

This research also has a practical motivation, since 
the improved understanding of the dynamics of multi- 
phase porous media flows is a pre-requisite for progress 
in the fields of enhanced oil recovery, fixed bed regen- 
eration, hydrology, filtration etc. (Homsy 1987, Dagan 
1987). From basic stability theory (Chouke et ah, 1959, 
Saffman and Taylor, 1958), we know that if in a porous 
environment the displacing fluid is less viscous than the 
displaced fluid, the unfavorable mobility profile leads 
to the well known fingering instability. The displacing 
fluid subsequently channels through the displaced zone, 
leaving behind a layer of the more viscous fluid at the 
walls, thereby reducing the efficiency of the displacement 
process. When the fluids are immiscible, the interfacial 
tension (or the Capillary number, which is a measure of 
the ratio of viscous to surface tension forces) determines 
the most unstable wavelength of the fingering instability 
as well as the dynamics of the fingers, as they evolve. 

When the liquids are miscible, a meniscus between 
the two is absent, and the interfacial tension tends to zero. 
Thus, at first sight, the dynamics appear to be simpler and 
are determined by the relative importance of convection 
and diffusion. However, the comparison of our ground 
based experiments and corresponding numerical simula- 
tions suggests that a number of secondary effects become 
important and influence the dynamics. The non-vanishing 
divergence of the velocity field and the Korteweg stresses, 
discussed earlier, are two such phenomena. In addition, 
the diffusion tensor at the interface may be anisotropic! 
and may depend on the local velocity field. While it is 
true that a large effective interfacial tension is unlikely to 
exist at a miscible interface, Hu and Joseph (1991) have 
approached the stability problem based on the idea of 
such an effective interfacial tension. This approach was 
motivated by the observation that the form of miscible 
drops of one fluid moving in another is similar to that of 


immiscible fluids with a large interfacial tension. How- 
ever, while it is easily possible to make such qualitative 
comparisons, it is much harder to establish them on sound 
quantitative footing. As a first step towards doing so, 
we have measured an effective interfacial tension on the 
order of 0.5 mN/m (Petitjeans and Maxworthy 1996). 
Further efforts in this direction have been undertaken by 
some of our collaborators (Petitjeans 1996, Petitjeans 
and Kurowski 1997, Kurowski and Misbah 1994). It i s 
dear from the above discussion that miscible interfaces 
are rich in terms of dynamical phenomena that might 
influence its behavior. One output from this project 
would be an attempt to establish the proper form of the 
set of governing equations of motion for such flows. It 
is expected that these equations will be a modified form 
of the conventional Stokes equations, with additional or 
altered terms that allow for nonsolenoidal effects and 
Korteweg stresses. Under some circumstances, i.e. for 
some parameter regimes, we hope to be able to generate 
a suitable boundary condition to be used at a miscible 
interface, which will be compared with other approaches 
taken in the past, such as the effective interfacial tension 
employed by Hu and Joseph (1991). 

Brief literature survey 

The displacement of a resident fluid in a capillary tube 
by another fluid of different properties has historically 
served as a paradigm flow for studying the dynamics 
of interfacial phenomena and diffusive processes in 
the contact area between miscible fluids. In the im- 
miscible case, the studies by Taylor (1961) as well as 
the corresponding calculations by Reinelt and Saffman 
(1985) represent major steps, cf. also the fundamental 
theoretical investigation by Bretherton (1961) for long 
bubbles. Taylor measured the amount of fluid displaced 
by injecting air into a horizontal capillary tube, initially 
filled with a viscous fluid, in order to calculate the amount 
of displaced fluid that was left behind on the tube wall. 
However, in Taylor’s experiment the flow in the interior 
of the finger was dynamically unimportant because of 
the large viscosity ratios. Upon plotting the amount of 
fluid left behind vs. the capillary number Ca (where 
in this case Ca = Vxfx/a, where V T is the finger tip 
velocity, a the surface tension at the interface and p the 
viscosity of the displaced fluid), Taylor (1961) as well as 
Cox (1962) found a single curve for a number of fluids 
that increased at very low Ca as Ca 1 / 2 and reached 
an asymptotic value of 0.60 for large Ca. Numerical 
simulations by Reinelt and Saffman (1985), based on 
the Stokes equations, agreed very closely with these 
experiments. Unfortunately, no comparable experiments 
have been run for finite viscosity ratios. 

Petitjeans and Maxworthy (1996) as well as Chen 
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and Meiburg (1996) extended the above investigations 
to miscible fluids. In these flows, a cutoff length is set 
by diffusive effects rather than surface tension, so that in 
some sense the Peclet number [Pej' = Vxd/D, where 
d is the tube diameter and D the diffusion coefficient 
at the interface) takes the place of Ca. In addition, 
we also addressed finite viscosity ratios by varying the 
Atwood number At, as well as the role of density differ- 
ences (expressed by a further dimensionless parameter 
F = [gAp/p]d 2 / vU, where A p is the density difference 
across the interface, g the acceleration of gravity, p the 
density and u the kinematic viscosity of the displaced 
fluid) by running experiments and simulations in vertical 
tubes. Interestingly, for large Pe , large viscosity ratios 
and negligible density effects, the asymptotic amount of 
displaced fluid left behind on the tube walls 1 matches the 
immiscible data. A fundamental difference between the 
immiscible and miscible cases is that the miscible flow 
can never become truly steady. Sooner or later, diffusion 
will cut of the supply of ‘fresh’ displacing fluid, and for 
long times the case of Poiseuille flow and Taylor disper- 
sion (Taylor 1953) will be approached. However, both 
simulations and experiments show that for large values of 
Pe, typically above 0(1O 3 ), a quasisteady finger forms, 
which persists for a time of O(Pe) before it starts to 
decay. Note: Here Pe is defined using the maximum 
velocity in the Poiseuille flow ahead of the finger (V M ) 
as in Petitjeans and Ivlax worthy (1996). Furthermore, 
depending on the strength of the gravitational forces, a 
variety of topologically different streamline patterns can 
be observed, among them some that leak fluid from the 
finger tip (a spike) and others with toroidal recirculation 


tension value for miscible flows by comparing miscible 
and immiscible Hele-Shaw displacements, but there are 
still some open questions regarding the validity of this 
procedure. 

It needs to be pointed out that an improved under- 
standing of the dynamics of miscible processes in such 
simple geometries as round tubes and plane channels is of 
fundamental importance, since these simple geometries 
form the basis for developing advanced models for the 
analysis of more general porous media displacements in 
such important areas as groundwater flows and enhanced 
oil recovery applications, e.g. Brady and Koch (1988). 

Limitations of current understanding 

From the above it is clear that at the present time the 
dynamics of miscible interfaces are not well understood. 
On the theoretical/computational side, the main problem 
is that the governing constitutive equations are unknown, 
so that it is not clear at this point on which equations 
to base the relevant simulation procedures. Employing 
the conventional Stokes equations does not lead to very 
good agreement with experiments, which is a strong 
indication that important new effects arise when the fluids 
are miscible that are not accounted for by these equations. 
While we have taken some first steps in this direction, 
it is clear that the accurate modeling of the dynamics of 
miscible interfaces taking into account these new effects, 
such as the nonsolenoidal velocity field in the mixing 
region and the influence of the Korteweg stresses, is in its 
infancy. 


regions inside the finger. It should be pointed out that 
cylindrical tubes represent only one of the fundamental 
geometries. Another one of great importance is the 
plane, narrow gap between two plates, i.e., the classical 
Hele-Shaw configuration, cf. the review by Homsy 
(1987). Here many of the same phenomena arise, but in 
addition there is the issue of the length scale selection in 
the spanwise direction, or in the circumferential direction 
for the case of a localized injection. For the immiscible 
case, this issue was addressed by Paterson (1981) and 
Maxworthy (1989), cf. also the theoretical investigation 
by Park and Homsy (1984), as well as the computational 
study by Meiburg and Homsy (1988). The miscible 
equivalent has been investigated more recently by Joseph 
and Renardy (1993), Lajeunesse et al. (1997, 1998), as 
well as by Petitjeans, Chen, Meiburg and Maxworthy 
(1999) for the quarter five-spot geometry. It is clear 
that the selection of the dominant spanwise scale is not 
yet understood for miscible flows. Petitjeans (1999) 
has recently attempted to extract an effective surface 

‘This quantity is usually denoted by the symbol m = 1 — /2V T 


On the experimental side, the problem arises as to 
how to separate these novel effects appearing at miscible 
interfaces from other phenomena under conventional 
terrestrial conditions, where they tend to be adumbrated 
by density effects. Except for the first steps taken by 
Joseph and co-workers (Joseph and Renardy 1993), 
ourselves, and our collaborators Petitjeans and Kurowski, 
systematic studies of these effects are lacking 

Proposed Space Experiment 

Objectives of the space experiment 

The objective of the experiment is to observe the forma- 
tion of a single finger of a miscible fluid that displaces a 
more viscous fluid, in a cylindrical tube. The two param- 
eters that will be varied are 1). the flow rate (V cm? j s), 
i.e., the maximum velocity (V M ) of the Poiseuille flow 
in the more viscous fluid ahead of the finger and 2). the 
Atwood Number [At = (/r 2 — pi)/(p .2 +Mi)]> that is one 
measure of the viscosity contrast between the two fluids. 
The finger shape and tip velocity will be determined and 
the velocity field inside and outside the finger will be mea- 
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sured by particle pattern or image velocimetry (PIV). The 
concentration profile inside and outside the finger will be 
measured by interferometry. The results of the space ex- 
periment will be compared with numerical simulations in 
which the available parameters are varied until a close cor- 
respondence is obtained. If it turns out, as we suspect, that 
the observations can only be matched with the numerics 
if non-solenoidality and non-conventional stresses are in- 
cluded in the formulation then the conjecture, that such 
effects are important at miscible interfaces, will be con- 
firmed. At the same time we will be able to determine the 
magnitude of these stresses and obtain numerical values 
for the coefficients that appear in the formulae for them. 

Description of the space experiment 

Conceptually, the experiments are quite simple. A 
cylindrical test chamber, that is 1 cm in diameter and 10 
cm long, will be filled with a viscous liquid, to which 
small tracer particles will be added. The test chamber will 
be filled in situ. The test chamber will then be brought in 
contact with a flow manipulation system that displaces 
the viscous liquid by one of lower viscosity. A schematic 
of one possible form of the apparatus is shown in Figure 
1. In this figure are shown the main test tube surrounded 
by a square tube filled with refractive-index-matching 
fluid. At either end are slide Valves (A and B) that 
are used to isolate the tube during filling. Piston A, of 
diameter 1 cm, is co-axial with the tube and is used to 
displace fluid during cleaning operations and fill the tube 
with High Viscosity fluid (HVF). Piston B, diameter 
0.71 cm, is used to fill the interior of Piston A with Low 
Viscosity fluid (LVF) and then inject it into the HVF in 
the main cylinder. Also shown are the drive mechanisms 
for the displacements of Pistons A and B. The drive for 
Piston B will be connected to the end of Piston A. The 
amount of LVF to be injected is approximately 4 ml at 
rates between 1.2 x 10" 4 and 1.2 x 10~ 2 m//s). 

The displacing liquid will also contain tracer parti- 
cles. The piston displacement velocity ( Vp ) will be in 
the range 3 to 300 micron/ s. Note that for the piston 
diameter chosen (0.707 cm) = Vp. The viscosity of 
the displacing fluids used will be less than 1000 cp, such 
that the Atwood number is in the range 0.818 to 0.998. 
The fluids used will be silicone oils (Dow DC-200 or 
Rhone-Poulenc Rhodorsil 47 series). 

The displacement process will be viewed by a video 
camera, from one side of the test chamber. To minimize 
optical distortion, the refractive index of the walls of 
the test chamber must be as close as possible to that of 
the fluids. Also, the cylindrical test chamber must be 
enclosed inside a square chamber, and the intervening 
space filled with a transparent material that is also 


matched in the refractive index. Alternatively, the test 
chamber can be constructed by forming a cylindrical 
hole in a glass ingot of square cross-section and then 
grinding and polishing the inside and outside surfaces to 
the required accuracy. 

While the quasi-steady-state flow field is probably 
of greatest interest the transient state can also yield 
interesting information. As a result the experiment is 
designed to look at finger evolution from the beginning 
of the motion until the quasi-steady state, in the moving 
reference frame, is well established. This distance of 
travel is expected to be from 8 to 9 tube diameters. 
The concentration field will be determined by optical 
interferometry and the velocity field by particle image 
velocimetry. In the latter case the test chamber will be 
illuminated by a light sheet that spans a radial plane. 
Under most circumstances the imaged field will be 
approximately 1 x 1.5 cm. However it is necessary to 
be able to focus on regions both smaller and larger than 
this, i.e., a zoom lens will be used. This is done in order 
1). to be able to observe the details of the sharp velocity 
gradients that occupy, at most, regions of the order of 2 
mm in extent and are mostly off the center axis of the 
tube and 2). to be able to observe the large scale motion of 
order 3 cm in axial extent in order to find the velocity of 
the finger (see below) and view the evolution of the finger 
from the beginning of its motion. Thus, in order to be 
able to observe the finger, at various magnifications and 
from two orthogonal directions, over an axial distance of 
about 9 cm and a radial distance of about 0.3 cm from 
the tube center line it will be necessary to move the tube 
with respect to the optical system. This means that the 
fluid system will be mounted on a 3D traverse driven, for 
example, by lead screws and pulse motors with planetary 
gear reductions. 

An accurately constructed grid, placed inside the 
tube containing the oil to be displaced, will be used 
to calibrate the optical system before the flight. The 
experiments will then consist of recording two images 
of the pattern of the tracer particles, at a known time 
difference, and then using a well-documented digital 
pattern correlation technique to find the velocities on a 
regular grid. 

As the fluids diffuse into each other, the concentra- 
tion of each fluid will be non-uniform. The concentration 
gradient will especially be sharp near the finger tip. 
We will measure the concentration field around the 
finger and in the displaced fluid, by an interferometric 
system. The fringe shifts caused by the intruding finger 
will be measured and the line of sight refractive index 
distribution will be found. Ground based experiments 
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being performed at NASA GRC show that a shearing 
interferometer with a Wollaston prism is well suited 
for this experiment. Using the known refractive index 
versus concentration relationship for the fluids, the radial 
concentration distribution can be obtained by inversion of 
the Abel integral, and can then be compared with numer- 
ically predicted distributions. An attractive alternative is 
to numerically predict the fringe pattern, and compare it 
directly with the one obtained experimentally. 

Ground based experiments have been performed at 
NASA Glenn RC to visualize the concentration profile 
around a finger, using a common path shearing interfer- 
ometer with a Wollaston prism, operating in the finite 
fringe mode. This interferometer measures the index of 
refi action gradient in a certain direction, perpendicular to 
the line of sight of the optical system. This direction is 
adjustable by rotation of the prism about the line of sight. 

A collimated beam of polarized light from a He-Ne laser 
is passed through the test cell. The light is then focused 
by a lens (175 mm focal length, 51 mm diameter) on 
a Wollaston prism, with a 20 minute divergence angle. 
An analyzer is placed after the prism, and the image is 
captured by a CCD camera, equipped with a zoom lens 
(65-200 mm). 

Experimental Plan 

Summary of the flight experiment procedure 

The test chamber is filled with the desired fluid (1000 cs 
silicone oil, to which 10 micron particles are added). The 
pumping system is filled with the silicone oil of the de- 
sired lower viscosity also with particles suspended within 
it. The displacement piston will then be started at a prede- 
termined velocity. The region to be imaged will be placed 
in the field of view of the camera. When the finger enters 
the chosen imaging location, the velocity and concentra- 
tion measurement systems will be activated, and the ve- 
locity and concentration fields will be measured several 
times as the finger traverses the field of view. The veloc- 
ity field measurement basically consists of capturing two 
images of the particle pattern, taken at a predetermined 
time apart, and the sequence is repeated at predetermined 
intervals until the flow state is no longer of interest. Any 
particular experiment will be considered finished when 
the received/anaiyzed data shows no more interesting fea- 
tures, e.g., when diffusion from the quasi-cylindrical sides 
of the intrusion has created an interface thickness that ex- 
ceeds a preset value beyond which we expect it to have 
no significant dynamical effect. Simultaneously with the 
velocity field measurements, the concentration measure- 
ment system will measure the interferometric fringes that 


represent the varying index of refraction field around the 
finger, that arises from the diffusion of the fluids. The test 
chamber is then ready to be cleaned and filled for the next 
run. The experiments will be repeated at various displace- 
ment speeds for a given fluid pair, and for different fluid 
pairs to span the test matrix chosen. 

Test matrix 

Silicone oils are the most likely candidates for the flu- 
ids. We will use 5 fluid pairs to vary At in the range 
0.818 < At < 0.998. The displaced fluid will have 
a kinematic viscosity of 1000 cs. The kinematic vis- 
cosity of the displacing fluid will be in the range I to 
100 cs [e.g., 1 cs (At= 0.998); 3 cs (At=0.994); 10 cs 
(Af=0.980); 50 cs (Af=0.905); 100 cs (At=0.818)]. For 
each fluid pair, the experiment will be performed at ap- 
proximately 8 different displacement speeds in the range 
3 - 300 micron/ s. A possible experimental operating re- 
gion is sketched in Figure 2 where we have inserted our 
best guess for the line m = 1/2 from existing results. We 
plan to span the region in At—Pe space from where spike 
formation first starts to well into the region where a well- 
formed nose exists. The actual number of experiments 
will depend to a large extent on how much fluid can be 
stored within the allotted space in the International Space 
Station (ISS). Note: each experiment requires about 10 
ml of HVF and slightly more than 4 ml of LVF! A few 
experiments will be run twice in order to test the repeata- 
bility and accuracy of the system. 

Experimental Requirements 
Summary of experimental requirements 

In summary the following equipment is needed to carry 
out the experimental program: An experimental cham- 
ber and flow manipulating hardware. The latter including 
two slide valves operated by solenoids; two fluid displace- 
ment pistons driven by geared pulse motors; six pressur- 
ized piston-type fluid holding tanks with mixers; a small 
high pressure air supply and control valve; one bladder or 
piston-type dump tank. Carriage to traverse the apparatus 
within the field of view of the camera(s). Electronics and 
computers to control sequencing of the various compo- 
nents including the data acquisition system and apparatus 
traverse. Data acquisition system: Wollaston prism based 
interferometer system; light source for PIV; high resolu- 
tion (1024x102 4 pixels) digital video camera(s) with 6- 
7x zoom Iens(es); power supplies; computer and up/down 
data link. Programmable data acquisition, i.e., an ability 
to change experimental conditions as the experimental se- 
quence progresses. Real time data storage within the ISS. 
Close to real time ground-based data reception/analysis. 
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Experimental chamber 

The experiment will be conducted in a transparent cylin- 
drical tube that has an inner diameter of 10 mm, and a 
length of 100 mm. The outer walls of the tube must 
be square. One option is to form a cylindrical hole in a 
glass ingot and then grind and polish to the required ac- 
curacy. Another possibility is to surround the cylindrical 
glass tube by a square one, and fill the intervening space 
with a suitable liquid that has the same refractive index as 
the glass of the tubes. The latter possibility is shown in 
Figure 1. The exterior walls of the test chamber must be 
optically flat to within 1/4 wavelength of the light used, 
so that interferometric measurements can be performed 
without distortion. 

Filling and control of the fluids in the test 
chamber ~ ~~ 

The displacement velocity of the fluids must be con- 
trolled to within 1% of the mean or average velocity. 
The average displacement velocity will be in the range 
3 to 300 micron/s (estimated flow rates of 1.2 x 10“ 4 
to 1.2 x 10 cm / s). The apparatus shown in Figure 1 
operates in the following way: 

The experimental sequence starts with pistons A 
and B resting at stations 1 and the end of Piston A 
respectively, with valve A closed and B open. 

Pistons A and B are withdrawn together to station 2 
bringing with it HVF from a pressurized container. Valve 
B is then closed. 

Piston B is withdrawn for a distance of approximately 
10 cm bringing with it LVF from one of six pressurized 
containers each holding a fluid of different viscosity. 

Valve B is opened. Piston A is moved forward to 
station 3 in the view of the camera. Some of the HVF 
is returned to its reservoir. Valve A is opened. Piston 
B is moved at an accurately known speed to empty its 
cylinder, LVF enters the main chamber and an experiment 
begins. 

At the end of an experiment Pistons A and B are 
displaced to station 1 and the mixture of HVF and LVF 
dumped into the holding tank. 

The sequence is then repeated as many times as re- 
quired within the constraints of the fluid supply. 

In this way the experiment can be automated and 
only minute amounts of the two fluids will come into 
contact to cause sample contamination except during an 


actual experiment. 

Diagnostics and imaging requirem ents 

The formation of the finger will be observed from the 
moment the displacement process begins. Measurements 
of the early evolution, as the finger forms, are of interest 
and will be taken. The evolution of the finger will then 
be followed with the whole apparatus being moved to the 
appropriate location on a computer controlled carriage so 
that the part of the finger of interest will always be in the 
field of view of the fixed optical system. Measurements 
will be performed to obtain the unsteady and quasi-steady 
velocity and concentration fields inside and outside 
the finger. Detailed measurements will be made of the 
velocity and concentration fields at the interface between 
the two fluids. 

Field of view: 

The field of view for the camera observing the for- 
mation of the finger is to be variable and depends on the 
question to be answered. Thus, for most tests it will be 
1x1.5 cm, i.e., spans the diameter of the tube. When 
the field in the neighborhood of the interface is to be 
studied it will be of the order of 3 x 4.5 mm and when 
the field of the whole ogival portion of the nose is to be 
studied it will be 2 x 3 cm, i.e., a total zoom ratio of 
six to seven. The location of the field of view for the 
velocity field measurement system depends, as above, 
on the question under consideration and the location of 
the tip of the finger. The velocity field measurements 
will be made when the finger-tip location is between 
zero and nine tube diameters from the starting end of 
the test chamber. The field of view and location for 
the concentration field measurements will probably be 
the same. To check that the evolution of the finger is 
axisymmetric, it would be preferable to measure the 
concentration field from a direction that is at an angle of 
90° to that for the measurement of the velocity field°This 
probably means that two different cameras will be needed 
to view the two different fields. Details depend on the 
possibly conflicting requirements of the two systems and 
whether or not the system will be incorporated into the 
French DECLIC instrument package. 


Particle pattern (image) velocimetry [PP(I)V]: 

A light sheet approximately 0.7 mm thick spanning 
the center of the tube will illuminate 10 micron diam- 
eter hollow glass spheres at a concentration of about 
500 /mm . i.e., approximately 1.7 x 10 6 7 total or a 

volume fraction of less than 1%. Two digital images of 
those particles in the field of view of the 1024 x 1024 
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pixel digital progressive scan video camera will be taken 
at a time interval that depends upon the flow rate under 
consideration and the magnification being used, i.e., 
which of the three regions of the flow is being studied. 
Ideally one wants a particle pattern displacement between 
images of about 5 to 10 pixels. Since the dynamic range 
of the velocity field is substantial it may be necessary 
to study the same field at different inter-frame times 
in order to improve the accuracy of the measurements. 
These pairs of images will be taken at intervals that are 
sufficient to reveal 1). the unsteady evolution of the finger 
and 2). the ultimate quasi-steady state. 


level with less than an absolute magnitude of 10“ 4 p 0 will 
have a significant effect on the dynamics of interest and 
this is well within the range measured. 
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